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FOREWORD 

The present compilation summarizes accomplishments of the 
electric power industry in 1963 and lists known or estimated 
additions to capacity at individual powerplants . It also presents 
similar data pertaining to plans for 1964. 

The compilation has been prepared by the 

Research and Reports, CIA, as a working aid. 

It has not been coordinated with other intelligence components 
and is not intended to be an official CIA estimate. 
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Additions to Capacity at Individual 
*" Electric Power-plants In the U SSR : 
Actual 1963, Pl an ned '!.§£& 


I , Additions t o Capacity in 19 63 
A . Overtoil Accomplishments 

According to the Soviet press j 
E lectric power production 
New capacity to be commiSBioned 
of which hydro 


Plan 


407.9 billion kwh 
9.6 mil]. ion kw 
1.9 million kw 


Actual 


kl2 billion kwh 
10 million low 
2.1 million kw 


33 units of 100 , 150 , 200 , and 300 mw each were installed in thermal 
poverplante, with © total capacity of over 5,000 hew. 


At the end of 1963 there were 53 units of 150, 200, and 300 kw each 
installed in thermal power plants . 


Total capacity 
of which hydro 


End 1962 End 1963 

82,461 vm 92,833 

18,622 rm 20,730 mu* 
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B. Mew Powerplant s Kn own or Estim a ted to Have Begu n 
~ Operation itTioSS 


Plan t 

Borisoglebskaya GES 
Dneprodzerzhinsk GES 
Yerevan TETb 
T bilisi GRES 
Zainsk GRES 
Moscow TETs 21 
Kirov TETb 4- 
Yayva GRES 

West Siberia Metallurgical TETs 

Dzh saabul TEfs 2 

Guryev TETs 

Turgoy TESte 

Eavoi TETs 

Tashkent GRES 

* Approximate coordinates. 

** Town coordinates . 


Location 

Coordinates 

Region 

69-39M; 

30-08E 

I 

48-32M; 

34-38E 

III 

40-11N; 

44-30E* 

V 

41-28H; 

45-05E* 

V 

55-1TM; 

52-02E 

VI 

55-90Hj 

3T-30E 

VII 

58-33N; 

49-42E 

VII 

59-20M; 

57*»i4e 

VIII 

53-34M; 

87-15E 

IX 

42-54m^ 

7I-22E** 

X 

4T-07M; 

51-53®** 

X 

& 

o 

? 

o 

•JT\ 

65-O8E** 

X 

40-09N; 

65 - 22 W 

X 

41-20B; 

69-18E** 

X 
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C. Large Thermal Electric Generating Units Known or Estimated 


300 mw Unite 


Che re pet GRES 

1 x 300 

Pr id neprovsksy 0 GRES 

1 x 300 

Total 

2 

200 mw Units 


Pribaltyk GRES 

1 x 200 

Zmiyev GRES 

1 x 200 

Lugansk GRES 

1 x 200 

Starobeshevo GRES 

2 x 200 

Zainsk GRES 

2 x 200 

Tom TJ single GRES 

1 x 200 

Total 

8 

1^0 mw Units 


Berezova GRES 

1 x 150 

Litovsk GRES 

1 X 150 

Bobrotvor GRES 

1 X 150 

Krasnodar TETs 

2 x 150 

All Bayramly GRES 

1 x 150 

Tbilisi GRES 

1 x 150 


600 mw 


1.600 mw 


S-E-C-R-E-T 
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150 lew Units (Continued) 

Yayvs GRES 

1 x 150 


Petropewlorsk TETs 2 

1 x 150 


Tashkent GRES 

1 x 150 


Nazarovo GRES 

1 x 150 


Zaozerpyy GRES 

1 x 150 


Total 

12 

1,800 mw 

100 mw Units 

Kirovsk GRES 

1 x 100 


Minsk TETs 3 

1 x 100 


Moscow TETs 20 

2 x 100 


Moscow TETs 21 

2 x 100 


Karaganda GRES 2 

1 x 100 


Frunze TETs 

1 x 100 


Angren GRES 

1 x 100 


lor 11 sk TETs 

1 x 100 


Artem GRES 

1 x 100 


Total 

11 

1,100 mw 

Grand Total 

33 

5,100 mw 


« ii 
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D. Regional Listing of Generating Units Known or Estimated 
to Have Been Installe<r~iiT 1963* 


Thermal 


Plant 

Units 

Total MW 

Region I 



Kirovsk (/RES 

1 x 100 

100 

Leningrad TETs 1 

1 x 18 

18 

Leningrad TETs l4 

1 x 50 

50 

Vorkuta TETs 2 

1 x 50 

50 

Total 


218 

Region II 



Byelorussia 



Polotsk TEST 8 2 

1 x 50 

50 

Minsk TETs 3 

1 x 100 

100 

Berezova GRES 

1 x 150 

150 

Vasilevich! GRES 

1 x 50 

50 

Total 


350 


” ®ie total capacity known or estimated to have been installed 
in Individual powerplants adds up to 9,2 09 mw or 1, 183 raw less 
than the total increase of 10 , 392 mw. However, in the past 
few years between 500 and 1,000 mw a year have been installed 
in small powerplants. The additions to capacity also in- 
clude the re rating of units to the extent of 300-400 xkw a year. 


,-E~ 


-R-E-T 


Approved For Release 2002/07/12 : CIA-RDP79T01049A003000050002-1 



Approved For Release 2002/07/12 : CIA-RDP79T01049A003000050002-1 


S-E-C-R-E-T 
Theraal (Continued) 


Plant 

Units 

Total MW 

Estonia 



Tallin TETs 

1 x 25 

25 

1 Prihaltyk GRES 

1 x 200 

200 

1 Total 


225 

Lithuania 



Litovskaya GRES 

i 

1 x 150 

150 

Region III 



Ukraine 



Pridneprovskaya GRES 

1 x 300 

300 

Zrniyev GRES 

1 x 200 

200 

Siyev Tiffs 2 

1 x 25 

25 

Dobrotvor GRES 

1 x 150 

150 

Krivoy Hog TETs 2 

1 x 25 

25 

Lisichansk TETs 

1 x 25 

25 

Lugansk GRES 

.1. x 200 

200 

Gtaroheshevo GREG 

2 x 200 

400 

Moldavia 



Alexandre ny Sugar 
Refinery TM's 

1x6 

6 

Total 


1, 331 
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Thermal ( Cont i nued ) 

0nitB 

Total MW 

Region IV 

HHlJt ■ 1 *v IW 



Krasnodar TETa 

2 x 150 

300 

Region V 

Yerevan TETs 

3 x 50 

150 

All Bayramly GRES 

1 x 150 

150 

Tbilisi GRES 

1 X 150 

150 

Rustavi TETs 

1 x 50 

50 

'Total 


500 

Region VI 

Wovoku iby she v TBTs 

2 1 x 50 

50 

Balakhovo TETs 

1 x 50 

50 

VolEhsk IBS's 

1 x 50 

50 

Sainsk GRES 

2 x 200 

kOO 

■Total 


550 

Region VII 

Mosenergo 

Moscow TETs 9 

1 x 50 

50 

Moscow TETs 20 

2 x 100 

200 

Moscow ‘TETs 21 

2 x 100 

200 

Moscow TETs £2 

2 x 50 

100 

Oherepetsk GRES 

1 x 300 

300 

Total 

■,» *7 — 

850 
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Thermal (Continued) 


Plant 

Units 

Total MW 

Central and Black Earth 

Novo Vladimir TETe 

1 x 50 

52 

Volga Vyatka 

Novo florkiy TETa 

i x 50 

50 

Kirov TETs 4 

I x 50 

50 

Total 


100 

Region VIII 

Magnitogorsk TE3?s 3 

X x 50 

50 

faiva GRES 

1 x 150 

130 

Salavat TET s 

L x 50 

50 

Kurgan TEl'a 

1 x 30 

50 

‘.Qrurcen TETs 

.1. x 50 

50 

Kachkanar TEOCte 

i x 25 

25 

Total 


375 

Region IK.' 

Barnaul TET's 2 

I x 50 

50 

W. Sib. Me tall.. TSS>* 

I x 50 

50 

‘item Usinsk (IRES 

1 x 200 

too 

Me vokeme rov o '.Mil's 

i x 50 

50 

Total 


.350 


3 - 

; - i*; • ” 


Approved For Release 2002/07/12 : CIA-RDP79T01049A003000050002-1 



Approved For Release 2002/07/12 : CIA-RDP79T01049A003000050002-1 


S-E-C-R-E-T 
Therm al (Continued) 


Plant 

Units 

Total MW 

Region X 



Kazakhstan 



Turgay TETs 

1 x 25 

25 

Guryev TEPs 

2 x 25 

50 

Dzezhkszgan "PETs 

1 x 25 

25 

Topar Karaganda GRES 2 

1 x 50 

f-50 

Favlodar TEL's 2 

1 x 50 

50 

Dzhambul TETs 2 

2 x 25 

50 

Petropavlovsk TEPs 2 
Refinery TETs 

l x 150 

150 

"Total 


500 

Central Asia 



Frunze TETs 

1 X 50 

1 x 100 

150 

Dushsmbe TETs 

1x6 

6 

Chardzhou TETs 

1 x 12 

12 

Fergana TEL's 2 . 

1 x 50 

50 

Havoi GRES 

2 x 25 

50 

Takhia Tash GRES 

1 x 12 

12 

Angren GRES 

1 x 100 

1.00 

“Tashkent GRES 

1 x 150 

150 

Total 


530 


y 
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Thermal (Continued) 


Plant 

Units 

Total 

Region XI 



Ulan Ude r m*a 

I x 50 

50 

Ifezarovo GRES 

l x 150 

150 

Zaozernyyc GRES 

1 x 150 

150 

Angarsk Refinery TETs 

2 x 50 

100 

Norilsk. SETs 

I x 100 

100 

Guzinoozersk TETs 

1x4 

4 

‘total 


554 

Region X3I 



Raychikhinsk !PETs 

1 x 12 

12 

Magadan TEL’s 

1 x 6 

6 

Komsomol s‘k TEIs 2 

l X 50 

50 

Artem GRES 

1 x .100 

100 

Total 


168 

‘total Shemal 


. 1*101 


' - 10 
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Hydro 

Units 

Jotal m 

Region I 

Boris oglebsk GE8 

2 x 28 

56 

Belomorsk GE8 

2 x 9.4 

18.8 

Region III 

Dneprodzherahinsk GES 

2 x kh 

88 

Region V 

Khrame GE 3 2 

1 x 55 

55 - 

Region VIII 

Votklnsk GES 

h x 100 

0 

0 

-a - 

Region X 

Golov nays GES 

4 x 35 

140 

Region XI 

Bratsk GES 

6 x 225 

1,350 

!i s otal Hydro 


2^108 

!fotal Thermal and 

Hydro 

9,309 


11 


E-'S? 
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II . Pla nned Addition s to C apaci ty I n 1964 


A. Over- all Plans for 196 4 
According to the Soviet press: 

Electric power production 452 Mllion kwh 

Wew capacity to he commissioned 
during 1964 and 1 965 21 million kw 


of which thermal 18.9 million kw 

hydro 2.1 million kw 

36 units of 100-300 mw each will be commissioned in 1964, including: 
6 units of 300 kw each 
30 units of 100, 150, and 200 row each. 

It is planned to increase the capacity of operating power- 
plants by 400 mw through modernisation. 



End J.963 


End 1964 
Estimated 


“total capacity 

92,853 

fv\ id 

104 , 044 

Ha oO 

of which thermal 

72,123 

m od 

82, 500 

no. 

of which hydro 

20,730 

t/Y\ od 

21, 544 

YY\ t«J 
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B. I fev P ower pla nts Scheduled to Be g in Oper atio n in 1964* 


Location 


Plant 

Coordinates 

Region 

Verkhne Tuloana GES 

68-U9MJ 32-J49E 

I 

Cherepovets GES 

59-05H.; 37-55® 

1 

ELyavinsltaya GES 

56-38N; 25.20E 

II 

Dneprodzerzhinsk TJETs 
Fertilizer Plant 

48-29N; Zk-hOE 

III 

Xl’ivoy Hog GRES 2 

47-40N; 33-42E 

III 

Burshtyn GRES 

49-16N; 24-380HJ* 

III 

Kiyev GES 

50-27R; 30-32® 

III 

Kucliurgan GRES 

46- 37N. ; 29-56E 

III 

Hovocherkassk GRES 

4?-28N; 4o~ioe** 

IV 

fisKdan 'CEPs 

40-13W; kh-khE*** 

V 

Kirovabad Hill's 

40~4.UI ; 46-22E*** 

V 

Sumgait ISHfe 2 

40-36®; 4g~38E»* 

V 

Konakovo GEES 

56-4211; 36-50E*** 

VII 

Voronezh Nuclear 

51-1839; 39-13E 

VII 

Jfel.oya.rsk Nuclear 

.56-4911; 61-21E 

VIII 

Itelovo GRES 

54-26H; 86-2 5E 

IX 

Chord arinek GES 

41-1739; 67-55E 

X 

Kyzyl Orda "BSSs 

44-501; 65-30E*** 

X 

Bavlodar WSs 1 

52-1'fN; 76-5713*** 

X 


13 _ 
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l ocat ion 

Coordina tes " 'R egio n 


Petropavlovsk TETe 1 

54-55N; 69 -lOE** 

X 

Tsentrelneya GE5 

37-57N; 69-OOE** 

X 

Web it Dag TETs 

39-30N; 5k-22E 

X 

Srasnovodsk TETa 2 

40-OOW; 53-OOE*** 

X 

Bratsk TETs 

56-OON; 101-00E** 

XI 

Chita GRES 

‘>9-0?N; U 3 - 25 E 

XI 

Petropavlovsk TETs 

5 3-01N; I. 58 - 39 £fr*-a 

XII 


It was stated in the Soviet press that 16 new powerplants 
will begin operation in 1964. However, analysis of the 
plant files indicates that 26 power plant a are scheduled 
to go into operation in 1964 . Che Soviet planners may 

he allowing for some of these plants to fall behind 
schedule, or may be counting only plants over a certain 
size . 

* Approximate coordinates. 

* Town coordinates 


-R-E-T 
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Co Lar ge Th ermal Electr ic de aera ting Units S ched ule d to Be 
In stalled i n I96& 


300 isw Units 


Pridneprovskaya GRES 

1 X 

300 

Krivoy Hog GRES 

1 X 

300 

Burshtyn GRES 

1 X 

.300 

ISovochei'kass'k GRES 

1 X 

300 

Oherepet GRES 

1 X 

0 

0 

Konekovo GRES 

1 X 

300 

Troitsk GRES 

1 X 

30Q 

Total 

7 


!0Q row Units 



Pribaltyk GRES 

1 X 

200 

Kachurgan GRES 

1 X 

rc- 

ci 

0 

Zmiyev GRES 

2 x 

200 

Lugansk GEES 

1 X 

200 

St a vote she vo GRES 

1 X 

200 

Zainsk GRES 

1 X 

ro 

0 

c 

Shchekino GRES 

1 X 

200 

Verkhne Tagil GEES 

1 X 

200 

Belovo GRES 

2 x 

200 

Tom rjslnsk GRES 

1 X 

P.00 

Total 

12 



- 15 - 
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2.100 mw 


2 , kOQ mi 
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1 50 wj Unite 

Bex*eza GBES 1 x 150 

Vie vis Lltovsk GHSS 1 x 150 

Dobrotvor GEES 1x150 

ffevinnomjrs'k. TETs 1 x 150 

All Bayramly GRES 1 x 150 

Tbilisi GRES 1 x 150 

Ysyvs GRES 1 >• 150 

Navoi GRES 2 x 150 

Tashkent GRES 1 x 150 

Nazarovo GRES 2 x 150 

Z&ozernyy 'EEC's 1 x 150 

Total 13 

100 raw Uni ts 

Minsk TETs 3 1 >- 100 

Kashira GRES 1 x 100 

Moscow TETs 21 1 x 100 

Kurgan TETs 1 x 100 

Karaganda GEES 2 a x 100 

Frunze TETb 1 x 100 

Artem GRES 1 x 100 

Eeloyarsk JSucle&r 1 x 100 

Total 9 

Grand Total. £1 


1,950 BTW 


900 raw 
Xt,350 mi 
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D . Regional Listing of Generating Unite SchedqM Og-Ji 
~ Installed in 19 $ i 

Thermal 


Total m 


Plant 

Units 

planned Installed 

■glon I 



Pikolevo TETs 

1 x 12 

12 

Leningrad G-ES 1 

lx 3fi 

36 36 

Sokol TETs 

1 x 12 

12 

Total 


60 

?gion 11 



Byelorussia 



Vas il i v i chi. ORES 

1 x 50 

50 

.Polotsk TETs 

1 x 50 

50 

Minsk TETs 3 

1 X 100 

100 

Be re za GRES 

1 x 150 

150 

Total 


35Q 

Estonia 



Erlhaltyk GERES 

1 x 200 

200 

Lithuania 



fievis Litovskaya GRES 

1 x 150 

150 


17 « 
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Thermal (Continued) 





Total MW 


Plant 

Units 

Planned 

Installed 

fgion III 




Moldavia 




Kuchurgan GRES 

1 x 200 

200 


Ukraine 




Fridne provskaya GRES 

1 x 300 

300 


Dne pro&ijersshinsk Fert. 

TETa 1 x 50 

50 


Krivoy Reg GRES 

1 x 300 

300 


Krivoy Rog TETs 2 

1 x 25 

25 


Kharkov TET’s .3 

1 x 50 

50 


Zaaiyev GRES 

2 x £00 

too 

200 

Bobrotvor GRES 

1 x 150 

150 

150 

Lugansk GRES 

1 x 200 

200 


Starobeahevo GRES 

1 x 200 

£00 


Burshtyn GRES 

1 x 300 

300 


Total 


h.m 


:gion IT 




Novocherkassk GRES 

1 X 300 

300 


Sfevinnomysk TETb 

1 x 150 

150 

150 

Total 


450 



18 - 
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Plant. 

Thensa I { Continued ) 

'Units 

•pomi MW 

Planned 1 net ailed 

iegion V 

Anaenia 

Yerevan 

2 x 50 

100 

Kirorvakan TlSFs 

1 x 12 

.12 

ftazdan Wa 

X x 50 

50 

Total 


lie 



Azerbaijan 

All Bayramly GRES 

X x X 

150 150 

Kirovabad TEis 

1 x 25 

25 25 

S'.angait TSiZTs 

i x 50 

50 

Tbt&X 


225 

Georgia 

Tbilisi GRES 

1 X 150 

150 150 

Beg ion VI 

Stavropol TKl’s 

2 x 50 

100 5° 

Have Kuibyshev TM 

'S 2 i x 50 

50 

xr.~. ■< i.VijiV f(ig»]» e 

1 x 50 

5'0 




Zalnsk GRES 

1 x 200 

200 

Kazan TE?s 2 

i x 50 

50 

Bsl&khovo TETo 

1 x fjO 

5 O 

‘rota.! 


500 


IS ■ 
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•Hiemal (Continued) 


id ant 

On its 

Total MW 

Planned "" " Installed 

gion VII 



Kashira GRES 

i x 100 

100 

Bhchekino GRES 

1 x 200 

200 

Moscow UlSiS 11 

1 x 50 

50 

Moscow T-STi's 16 

i x 50 

50 

Moscow "Mi’s 21 

1 x 100 

jlOO 

Itorogobush GRES 

1 x 50 

30 

Oherepet GRES 

1 x 300 

300 

Koiiafcovo GRES 

1 x 300 

ty 

O 

O 

ilovo Vladimir Iffe 

i x 5'0 

50 

Kirov TE-L’s k 

I X 50 

50 

Ioyo Voronezh Ruclear 

3 y To 

210 

Mo vo Ryazan TMb 

2 X 50 

100 

Gheb oksery "i!EIs 

1 X 50 

50 

Yaroslav 1 IE.is i 

1 X 50 

30 

Movo Gorkcy I'M. a 

1 X 50 

50 

ifee •■'/•hi)' ate M:b 

i. x 50 

>0 

1. 


1 , t 6 o 

........ 
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C? Ts’ 

O-R-E-T 



llierasal 

(Continued ) 






'total MW 

Plant 

•Mitts 

Planned 

Install?: 

Region VIII 




Chelyabinsk 5?ETs 2 

1 x 50 

50 

50 

Xroltsk GRES 

1 x 300 

300 


Yayva SUES 

1 x 150 

150 

150 

Sterlitam&k W£e New 

1 x 50 

50 


Orsk Novo -/Troitsk TEEa 

1 x 50 

50 


Orsk ‘EETs 1 

1 x 50 

r’rv 


Kurgan s X&s 

1 x 100 

100 

100 

Bern SETs 10 

1- :sr 50 

50 


tyumen ‘lETs 

1 x 50 

50 


Kachkanar TESte 

.1 x 25 

25 


t/erkhne fUJagil GRES 

1 x 200 

200 


Beloyarsk Nuclear 

1 x 100 

100 

.100 

Solikamsk fHSs 

1 x 25 

25 


(total 


1.200 



Re gi on IX 


Barnaul IKSTs 2 

1 x 50 

50 


.Novo Kemerovo IB'Ca 3 

l x 50 

50 


V. Sib, Me tall. WVe 

■ 

1 x 50 

50 


Qelovo GEES 

2 x 200 

kOO 

200 

Atom Osinak GRES 

1 x 200 

200 

200 

'Omsk M’b 3 

l x 50 

50 


‘total 

~ 21 - 

Boo 
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Kaz akh 


Sogrinsk TETs 

1 x 50 

50 


Usrfc Ksanenogorsk TEX's 

1 x 25 

25 


Balkhash ®s 

1 x 50 

50 


Kzyl Orda TETs 

2 x 12 

2k 

24 

Guryev TETs 

1 x 25 

25 


Topar Karaganda GEES 2 

2 x 100 

200 


‘Jkirgay 'Ril's (Arkalyk) 

1 x 25 

25 


Alias Ata GRES 

1 x 50 

50 


Bstropavlovak -33B!L*s 2 

1 x 50 

50 


Budnyy Tiffs 

1 x 25 

25 

25 

Betropavlovak RSI's 1 

1 x 50 

50 


Favlodar TETs .1 

1 x 50 

50 

50 

Total 


62 k 


Central Asia 




ifevoi GRES 

2 x ISO 

300 


ITskhia Tash GRES 

1 x 12 

12 

12 

Tashkent GRES 

1 x 150 

150 


Fergana TETs 2 

1. x 50 

50 



... 22 - 

B-C-B-E-ff 
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S-E~C-R-E-T 


Plant 

Central Asia (Continued) 


Units 


Planned 


Total MW 

Installed 


Frunze lETs 

1 x 100 

100 

Dushambe TE!a 

1 x 50 

50 

Neb it Dag TETe 

2x32 

£h 

Ashkhabad- Berms in GRES 

1 x 25 

25 

Total 


711 

egion XI 



Ohitr GRES 

1 x 50 

50 

Chulamn TETe 

1 x 12 

12 

Korshunovo TEL's 

1 x 12 

12 

Bratsk ®s 

1 x 50 

50 

Mazarovo GREG 

2 x 150 

300 

Usolye THS's 

1 x 50 

50 

Zaozern yy GRES 

1 x 150 

150 

Total 


624 

teg ion XII 



Ray chikhinsk TETs 

1 x 12 

12 

Petropavlovak (Kamchatka) 



fffls 

1 x 1.2 

12 

Khabarovsk TECs 

1 x 50 

50 

Orkhagala TECs 

1 x 12 

12 

Arfcem GRES 

1 x 100 

1.00 

Komsomo3.sk TETs 

1 x 50 

50 

Total 


236 


100 
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S-E-C-B-E-T 


Hydro 


Total 


Plant 

Units 

Planned 

Region I 

Verkhne TuXorna GES 

1 x 50 

58 

Cherepovets GES 

2 x 20 

4o 

Region 11 

Plyavinas GES 

2 x 82 

164 

Region III 

Dneprodzerzhinsk GES 

6 x 44 

264 

Kiyev GES 

4 x 16 

64 

Region X 

Bukhtaraa GES 

2 x 77 

154 

Chardarinsk GES 

2 x 25 

50 

Taentralnaya GES 

1 x 20 

20 

Total Rydro 


8l4 

Total Thermal and Hydro 

11,191 


- 2h 


S-B-C-H-E-T 


m _ 

Installed 
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